R. E. Dietz Company, New York and Chicago. 


Established 1840. 

LARGEST AND OLDEST HOUSE IN OUR LINE. 

SEND FOR CATALOGUE AND PRICES. 


Standard Tubular Goods, 

Lanterns, Street Lamps. 



“DIETZ ” 

BEST LIFT TUBULAR. 


•DIETZ ” 

SQUARE LIFT TUBULAR. 


“ DIETZ ” 



; DIETZ ,4 
N? 3 GLOBEC 
TUBULAR | 
STREET LAMP 



No. 3 GLOBE STREET TUBULAR. 


LARGEST VARIETY OF ANY HOUSE IN OUR LINE . 


•DIETZ” PLAINLY STAMPED ON ALL OUR GOODS. 


‘ Dietz’ Tubular Driving Lamp made in One Size. 

JAPANNED OR NICKEL PLATED. 

Factory: Office: 

Greenwich St., cor. Laight, No. 6o Laight Street, 

NEW YORK. NEW YORK. 

Branch: 

No. 25 Lake Street, 

CHICAGO, ills. 
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